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TO TEST FOR TEXAS COMPLIANCE 


Test Categories/Tests 


BL8 




BL8B 




Target 

Average 

StdDev 

N 

Target 

Average 

StdDev 

N 

Smoke 










FTC Butt Length, mm 



39.0 




39.0 



Tar/Puff, mg 



1.9 




1.9 



TX Tar, mg/cigt. 



26.0 

2.03 

33 


24.2 

1.62 

32 

TX Tpm, mg/cigt. 



35.2 

2.05 

33 


32.5 

1.44 

32 

TX Nicotine, mg/cigt. 



1.73 

0.277 

33 


1.62 

0.246 

32 

TX Water, mg/cigt. 



7.48 

1.286 

33 


6.76 

1.163 

32 

TX Puffs/Cigt. 



13.7 

0.46 

33 


12.6 

0.32 

32 

TX pH in Whole Smoke 



5.0 

0.04 

2 


5.0 

0.05 

2 

Filter 










Tipping Paper Length, mm 



35.9 

0.13 

20 


35.8 

0.23 

20 

Ventilation 



27 

3.8 

100 


27 

2.4 

100 

Filler 










Tobacco Weight, g 



0.822 

0.0014 

2 


0.754 

0.0010 

2 

Total Alkaloids, mg/g 



18.00 

0.078 

2 


18.11 

0.007 

2 

OV After Grinding 



11.2 

0.03 

2 


11.0 

0.01 

2 



BL8MB 




BM6 




Test Categories/Tests 


Target 

Average 

StdDev 

N 

Target 

Average 

StdDev 

N 

Smoke 










FTC Butt Length, mm 



39.0 




34.0 



Tar/Puff, mg 



2.0 




2.1 



TX Tar, mg/cigt. 



25.6 

1.72 

33 


23.1 

2.39 

34 

TX Tpm, mg/cigt. 



34.2 

1.81 

33 


33.8 

2.36 

34 

TX Nicotine, mg/cigt. 



1.67 

0.262 

33 


1.59 

0.235 

34 

TX Water, mg/cigt. 



6.85 

1.338 

33 


9.11 

1.492 

34 

TX Puffs/Cigt. 



12.6 

0.34 

33 


11,0 

0.32 

34 

TX pH in Whole Smoke 



5.0 

0.01 

2 


5.0 

0.00 

2 

Filter 










Tipping Paper Length, mm 



35.9 

0.58 

20 


31.3 

0.49 

20 

Ventilation 



30 

2.8 

100 


24 

3.8 

100 

Filler 










Tobacco Weight, g 



0.757 

0.0014 

2 


0.677 

0.0014 

2 

Total Alkaloids, mg/g 



18.38 

0.170 

2 


18.06 

0.021 

2 

OV After Grinding 



11.6 

0.01 

2 


11.2 

0.00 

2 



CF8 




CF6 




Test Cateqories/Tests 


Target 

Average 

StdDev 

N 

Target 

Average 

StdDev 

N 

Smoke 










FTC Butt Length, mm 



39.0 




28.0 



Tar/Puff, mg 



2.6 




3.0 



TX Tar, mg/cigt. 



29.2 

2.23 

32 


31.4 

3.29 

34 

TX Tpm, mg/cigt. 



41.0 

2.16 

32 


50.5 

3.45 

34 

TX Nicotine, mg/cigt. 



1.71 

0.271 

32 


1.75 

0.257 

34 

TX Water, mg/cigt. 



10.11 

2.035 

32 


17.39 

2.967 

34 

TX Puffs/Cigt. 



11.4 

0.39 

32 


10.5 

0.45 

34 

All tests were conducted in 

the 

Philip Morris U.S.A. 

, Product Testing Laboratory 



with the exception of those 

tests denoted 

by a (1). 

These tests were performed by 

Philip 


Morris U.S.A. Analytical Methods 

and Applications Division. 

The 

test results relate to the 

samples submitted to the Product 

Testing : 

Laboratory 

during the stated time period. 



Extrapolation outside this 

time 

period is 

not appropriate. 
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TX pH in Whole Smoke 

5.0 

0.04 

2 


5.0 

0.01 

2 

Filter 








Tipping Paper Length, mm 

36.0 

0.11 

20 


25.0 

0.11 

20 

Ventilation 

Filler 

1 

0.5 

98 


2 

1.1 

99 

Tobacco Weight, g 

0.778 

0.0050 

2 


0.710 

0.0010 

2 

Total Alkaloids, mg/g 

17.05 

0.035 

2 


16.83 

0.099 

2 

OV After Grinding 

11.6 

0.02 

2 


11.1 

0.01 

2 


CBL8 



CBL6 




Test Categories/Tests 

Ta rcret Average 

StdDev 

N 

Target 

Average 

StdDev 

N 

Smoke 








FTC Butt Length, mm 

39.0 




35.0 



Tar/Puff, mg 

0.8 




0.8 



TX Tar, mg/cigt. 

8.5 

0.98 

34 


7.0 

0.86 

33 

TX Tpm, mg/cigt. 

9.9 

1.03 

34 


8.2 

0.92 

33 

TX Nicotine, mg/cigt. 

0.74 

0.133 

34 


0.60 

0.100 

33 

TX Water, mg/cigt. 

0.74 

0.327 

34 


0.63 

0.345 

33 

TX Puffs/Cigt. 

11.0 

0.45 

34 


9.3 

0.40 

33 

TX pH in Whole Smoke 

Filter 

5.0 

0.04 

2 


5.0 

0.01 

2 

Tipping Paper Length, mm 

36.1 

0.20 

20 


32.2 

0.68 

20 

Ventilation 

Filler 

70 

1.9 

100 


73 

1.7 

100 

Tobacco Weight, g 

0.623 

0.0035 

2 


0.518 

0.0010 

2 

Total Alkaloids, mg/g 

21.29 

0.424 

2 


21.78 

0.311 

2 

OV After Grinding 

10.8 

0.03 

2 


10.5 

0.04 

2 


Notations: 


B18 

BL8B 

BL8MB 

BM6 

CF8 


B&H LTS 100 REG SP 
B&H LTS 100 REG FTB 
B&H LTS 100 MEN FTB 
B&H MULTIFILTER KS REG SP 
CAMBRIDGE FF 100 REG SP 


CF6 

CBL8 

CBL6 


CAMBRIDGE FF KS REG SP 
CAMBRIDGE LOWEST 100 REG SP 
CAMBRIDGE LOWEST KS REG SP 


BL8 - Group 1417 Run 13 Port 4 badported because tobacco fell out after 

it was lit. 

BL8 - Group 1417 Run #llPort 10 - Cigt. didn't light; Run 13 Port 4 

badported because tobacco fell out after it was lit. 

BL8B - Group 1417 Run 3 Port 5 badported cigarette went out after being 


All tests were conducted in the Philip Morris U.S.A., Product Testing Laboratory 
with the exception of those tests denoted by a (1). These tests were performed by Philip 
Morris U.S.A. Analytical Methods and Applications Division. The test results relate to the 
samples submitted to the Product Testing Laboratory during the stated time period. 
Extrapolation outside this time period is not appropriate. 
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TO TEST FOR TEXAS COMPLIANCE 


NONE - TO TEST FOR TEXAS COMPLIANCE 

CF8 - Group 1417 Run 7 Port 10 and Run 11 Port 10 badported because 

cigarette didn't light. 

CBL8 - Group 1417, Run 5, Run 9~Coals fell off When puffing then cigt. went 

out. 

CBL8 - Group 1417 Run 5 Port 9 badported” coals fell off end of cigarette 

while puffing and then cigarette went out. 


cc: 


All tests were conducted in the Philip Morris U.S.A., Product Testing Laboratory 
with the exception of those tests denoted by a (1). These tests were performed by Philip 
Morris U.S.A. Analytical Methods and Applications Division. The test results relate to the 
samples submitted to the Product Testing Laboratory during the stated time period. 
Extrapolation outside this time period is not appropriate. 
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